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• % y yI' ;{ O? b XDS 

bid P.fetr i;o. ‘ X2 2 __ 

Date,^rr J in. l‘)77 

Treaty CC* 

Wayne Pipe c. Sup. 

afe. ex. 

‘Jr> -/x 

*'. . f 

rsg&s- 

Lap.an Coppnr & 

IIaye:; Mfcj- ’ J| 

jX- J-.'l 7 7r~' 1 

liichiyan Ilvdrant 

- 3 ^ . 

Ford Meter Box 

.<2^/ ^>K. 7^3" 

3&3*' , jSfX- 

Jnnuu Jones Co. 

s/7^/ ^/T- c?% “3^ 


nrodiiCfc f.vrt .•.».•• ' £5jnL_ii| 

r.«b—' r < LAU.il - - - -“ 

> 2 *7o io ltd' 3 0 

.2 /0 

TniZ £kr-eJl c C 

C ^XG^x. 

1U /Six 

/ * 

j 




list. 

5/0" Ilcter Coupl. 

/■ 5 7/ 

/.3V0 . 

• fU^ 

, $7 ^'/tziu. 

, ’‘'zpyj-jR 

1000 

U< <X , Y> <=■ 

^ 


I 


, 



3000 3/4’’ Meter Coupl. 

A 2 96 

1,30% ^H-zWI 

*/»&**■ 1 
/ys ,77 i 

1000 1" Meter Coupl. 

IJ5A Id 99/ 

/.73f 

,m /-ft 




/,XZL ^ 2-5 - 

. - -- 

/, <"/ : ^$r/>7-3K 

5,^ ^-/3/ 


3000 3/4" 3-Part Union Cpl 

■if. 

2,000 H-jf'A'o 

JJ/3 ^ H-tf'/oc 

Z2f !.?* 

(fS) 



1 /,ic #v 7J n’ 

3.17 "£ 72-33 

//7 


1000 3/4" Ball Curb Stops 


7,1 S4 

f lfDZ_ {^-1 -IC.6 

“tTry 1 9 , 1 ? 

7.2? #/nk/dff \ 



f'3f 

c],oz <?.<?'333 

id.Vi’ 


500 1" Ball Curb Stops 

ll IX 

U.&73 H-/£s°f 

r §/?f fyjMte 
X/C/j j J/.&3 

1 

// £0 ^/yi&tpo 


- 

11,7*/ ^z4/M 

13, (06 

?e.Hf 


1000 3/4" Corn. Cock i’lar. 

3.7C, X/aFm 

S’ 77/. H/Xcc 0 

73 7 X5'/ ! 1^3^ 


■ 

3^/- ^77^/ 

4.'7 4 F-6,w 

■ 7• c 7 .fss** 


500 1" Corp. Cock Flar. 

S,m ty-ts** 

J 3.7/ % ^l-l-IX#0a 

? ^ $ 9 F ' ;.J 

f/s'fa -i/ni'ai 

6 , 79 ., 

I (S 37 ) t/x/ 



6 '/2 ^ 

C,,d1 #£600 

J • V 

iZ'Oi 


• 

200 2" Gate Valve w/evcr 
Du Stons 

‘TU'I&TJ- 

7 i r ■fhLi' 

rf'pVX' ; c 7lXX' 

&A&- 

7t«- /Sic 

1 


7^;-^ 

7U<'-fiUcC 

. !l f-FX 

JFr,S+. 

i 

100 o’j Dia. Valve Box 

complete \i/ stay put 1 

'J3, (= v 

n 

SSc " 




ft 

// • 


1 

i • 

! 

i 

Lid if 2 4 9 4 

! 50 14" Extension Section 


1 1 



_ 

U 

1 

// 

// 

: 

i 

I 

1 

■ r 

1 

' it 

• ' // / ^ 

' / f f ! ' . '• 


100 0"-y" Uo G Valve Base //. X3 
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BILL NO. S-77-06' 


S3 


SPECIAL ORDINANCE NO. S- 


•Jl-77 


AN ORDINANCE approving a blanket purchase 
order for materials for the Water 
Maintenance & Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated June 3, 1977, 
between the City of Fort Wayne, by and through its Mayor and 
the Board of Public Works and Treaty Company, City Utilities 
Purchase Order B-9001, for a blanket order for Brass .Fittings, 
all for a estimated maximum cost of $2,580.00 to be charged 
against Water Utility as the supplies are needed, which said 
purchase order is on file in the Office of the Department of 
Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 













Read J the first time in full and on motion by 


seconded by 


Committee on 


_, and duly adopted, read the second time by title and referred to the 

_ _(a nd - t - he -edt-y-Rla-mXLQmjriission for 


/ 


Recommendation) and Public Hearing to be held after dueTd^M!Tbtine',^t-^he--Coaincil Chambers, 

City- CQuntyd3mldm^,~Fort Wayne, Indiana, on_, the_ d ay 

of 



DATE: 





CITY CLERK 

Read the third time in full and on motion by 

seconded by _, and duly adopted, placed on its passage. 

PASSED 


TOTAL VOTES 
BURNS 

HINGA 

HUNTER 


) by the following vote: 
AYES NAYS 

r 


ABSTAINED 


MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 

DATE: 


C^ 




ABSENT TO-WIT: 
-/- 


7-/3 - 




■ CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

“(GENERAL) “(ANNEXATION) (SPECIAL) (APPROPRIATION) ORDINANCE 



on the 




day of 


ATTEST: (SEAL) 


U/ 


,192;? 


day of _ 


^RESIDING OFFICER 
&3- by me to the Mayor of the City of Fort Wayne, Indiana, on the 

, 19 7*7at the hour of S- o 'clock r _ M . ,E ,S ,T . 






CITY CLERK 

Approved and signed by me this 13^ _day of 

at the hour of__o'clock_ 



MAYOR 






































































































$-77-06-53 


Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities _ to whom was referred an Ordinance 

approving a blanket purchase order for materials for the Water Maintenance ft 

Service Department 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance _ PASS, 

PAUL M. BURNS - CHAIRMAN 


FREDRICK R. HUNTER - VICE CHAIRMAN 
VIVIAN G. SCHMIDT 
WINFIELD C. MOSES, JR, 

JAMES S. STIER 






fr.. 


0 CONCURRED IN 

2 ' ^ CHARLES w. WESTERMAN, CITY CLERK 





























Merrjorandynn 

y 0 h. P. Wehrenberg, Board of Works _ Dab* June 13, 1977 

p rom Ruth Winget, Purchasing Department _ _ _____ 

Subject Bid Reference #427 , Brass Fittings _ 


COPIES TO: 

j. Morreale 
B. Drew 


Herewith are bid documents (Bid No, 427) relating to 
Purchase Order Numbers B-9001, B-9002 and B-9003 which are 
prepared favoring the following vendors for Water Mainten¬ 
ance and Service Department. 

Brand P.O. Number Total 

- {Treaty Company Mueller B-9001 $ 2.,JL8_0,0 03 

Central Supply Company Jones B-9002 16,600.00 

Cooper Distributing McDonald B-9003 17,285.00 

Total Approximate Value: $36,465.00 

Bingham-Taylor brand offered by Treaty Company is not 
acceptable. These parts are not interchangeable with other 
products. Water Maintenance and Service Department would 
have to buy complete Service Boxes and this would require 
additional inventory. 


Attached are the following documents in support of 
the recommendation for acceptance of Treaty Company, Central 
Supply Company Inc. and Cooper Distributing bids. 

1. Copy of Tab Sheets. 

2. Bids of all vendors. 

3. Copy of Purchase Order. 

4. Copy of Bid Mailing List. 


• It is urged that in referring this bid-quote to the 
City Council for enactment of an ordinance, that all of the 
attached items, together with this memorandum (or copies), 
be included with the proposed ordinance. 


Please make sure that no confirming Purchase Order 
Number (s) is given to Treaty Company, Central Supply Company 
Inc. and Cooper Distributing until evidence of Council 
approval is furnished to the Purchasing Department. 















~TMrW ®f FdDlBT ra/awiE 

city UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

r n 


L 


Treaty Company ^ - 

4020 Wells Street 

Fort Wayne, Indiana 46808 


J 



DATE. 


June 


This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
^exprejSgr/^ipt and correspondence. 


SHIP TO - 


water Maintenance & Service Dept 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


Est. 

Qty . 


MAIL ALL 

GENERAL ACCOUNTING 
' 4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


BLANKET ORDER 7/1/77 to 12/31/77 for 
BRASS FITTINGS 


232" Curb Box Lid #H-10374 




SUBJECT TO COUNCILMANIC APPROVE 

--CO-,, 

Note: Requirements will be rejplajsi 

departmental Purchase 0«i#r 
against this blanket or©4r 
required by the using d£g?ar 

<r 


-cvt— 


:d or 

r, 

:ment. 

sk 


Per Bid Ref. #427 
2% - 10 Net 30 
F.O.B. Delivered 
FIRM PRICE 


RW/pi #4717 


ATTEST 


Sand a!! invoices to Gei 
4i;h Floor, City-Co 
1 E. Main 

Fort Wayne, Indiaji; 
Show P. 0. Number o 
and Invoice, 


( 7 . 

~S) 


ON! 

irjerai Accounting 
jnty B!dg 
St. 

1 a /-5802 
iji Packing t 


$2.58/e 






Slip 




NOTE: TERMS O ' PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


CONDITIONS 



























-~7' "s' 


O iLllltlCb A^y, 

PURCHASE REQUISITION jy& y 


Please order the following Material for. Delivery as Specified: 
To be delivered. t o^ r - '/'S-'' y — 

,/ssr y : ’< y y - - - - 

fVn n-r hpfm-fl '/ S-\ ^ _I 1___—:- 


y 


_Req. No. 


±2/2 


p. o. m^zlOol 


























































DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind, 46802 
INVITATION 

following U»t c 


Qr>oUtio»iLS to e-owilUoDt on tiv» rrr»n>* h*r* 

m*.t*rf%I** *uppll«*», o* **rrie**** for lb* d*p4rtm#i 

»-» sbonra b-'tlo-y. Quotation* iJuJl Incited# *11 chjuryNt for d?l',r->ry, pa^jda^, *tA. 


4 vlO^ 


4 your r*pl/ «l 


Room 470, Number One Main St., Ft. Wayne, Ind. 468 

A'-Mr-o._’_'_ ' _'_ 

REQUIRED FOR DELIVERY TO: 

Department Water Maint. a Service Dept. 

or Drmion___ __ ____ z _;_ 

■> i.i> Luse waiiace jiiiiHic 

Address Fort Wayne, Indiana 4680 3 

RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of Rid -* Wednesday, May 18, 1977 at I0;30n.Il. _ 


Page-:-of-1;— 

Ref. No. 427 

Date A,,ril . 14 » 

19 7 7 

S Da he wanted , ^ a Y 

18,197 

I Fund 

Armronriation No. 

- 

11 ' - - 


TAX EXEMPT (Unless otherwise indicated) 


3*>pU«, XVjiO,*. 


BRONZE WATER WORKS FITTINGS AND C.I. .CURB BOX PARTS 
For July ‘ 1, 1977 thru December 31, 1977 

Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Non-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

Tiie award of this bid may be made on either an item 
by item, or on an overall basis, as wo determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purcha.se Orders, as needed, by the using 
department, against a blanket purchase order. 


/ no \ 

lired 0 1 


_ Performance Bond ( 0 ; 


/no 

blit? 


Bid Bond requi 

. \. y £*. Injttroctlon itwn No. 13 on rmr» »ia. ixrwu 

Toivn .a , tU % cash discount if paid -withinC _daya from delivery and acceptance of good3 or completion of n 

PROPOSAL OR BID 

In rcmclUM. with th. ihjri larltailon for hid* and rahjwrt to nil condition. th.r»f, th. umUnlyn.4 o#»r» and arr!**. 11 t-M* bid V. (owpLtd wllMn a t-nutlt 
tlrr. from datoxt ck-lnj, to ftcroUh an/ 0 t .ITof th. Itwn. or xnndrt rich Mrrl*^ naon which pric*. c.r» quoted, la nocor-ianc* with th* jp-elAmuh—* rtn^rlnx :u»l lb* 
prlo. epso.lt. »*eh Iowa. ~ ~ZZE>/o< 1 45 L-O 

Delivery of any or all of the item3 or completion of services indicated shall be made within/n-daya from receipt of order" 

Aa d.Unry may l-» * AwMInir rnotor In tS. award pf a. or-Vw, It la tnportant that b+M*«> 
funiUb th* Information rwrowtwl abo-ra. 


IMPORTANT ZsT 


r 


n 


J 






t..r..«.«*. ii*;.. A. ... 

— r > yp r of /Cowikv 


„7e..L;/.AZ 


7w*» 


‘I/a/.n 







































CeC'***-'? 


Face <2- 


rass Fittings 


T. 

SIZE 

DESCRIPTI01I 

MUELLER 

Jones 

MCt.OMALD 

FJ.r.HA!: 

OTHER OP. 
SPECIFY 
DR/vHU 
PUOTIMG 

UNIT 

PRICE 

1000 

5/8" 

Meter Couplings 

H-10891 

J-134 


W-7210 


a/o O uek- 

;jaoo 

3/4" 

Meter Couplings 

H-10 891 

J- 134 


W-7210 


/-«$ 

Id oo 

1" 

Meter Couplings 

H-10 891 

J-134 


V7- 7 210 


A 93 

Jooo 

3/4" 

3-Part Union Cplgs. 

a -15400 

J-1528 


W—5400 


2 .J .1 

70 00 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

K-6100 



Ln 

500 

1" 

Ball Curb Stops 

H-15204 

J-190 2 

II-610 0 



l-k. 










100 0 •** 

3/4" 

Corp. Cock Flared 

II- 15000 

J-1500 

F-600 



V-zv 

500 

1" 

Corp. Cock Flared 

II-15000 

J-1500 




b-70 

200 

2" 

Gate Valve w/ever 


J-375 




ZS-iS 



Du Stems 








/. ^lAoy'leL, _' ss2> 

(7 To / & - /J&A Z> CJ l> 2 ? s 



















' 1 / Ot 1 / 


N 


AST IRON FITTINGS 


BRONZE WATER WORKS FITTINGS AND C.I. CURB BON PARTS 

For July 1, 1977 thru December 31, 1977 


Page 


OTHER OR 
SPECIFY 

BRAHD UNIT 


'Y. 

SIZE 

DESCRIPTION 

PART # 



QUOTING ALTERNATE PRICE 

10 0 

5 s * Dia. 

Valve Box Complete w/ 

F-2450 

Clov; 

or 

Equivalent /A/" C> — 



Stay Put Lid #2494 





/ 

50 

14" 

Extension Section 

F-2475 

C1 ow 

or 

Equivalent 

f 

1 .00 

6" -8" 

No. 6 Valve Base 

F-2465 

Clow 

or 

Equivalent 


50 

13V 

Top Section CO 

F-2455 

C1 ow 

or 

Equivalent 


50 

25V 

Top Section DD 

F-2455 

Clow 

or 

Equivalent 




Stay Put Cover 

F-2494 

Clow 

or 

Equivalent 


100 

5^ Dia. 

Valve Box Complete 

F-2450 

Clow 

or 

Equivalent 




Less Base w/ 

Stay Put Lid #2494 






100 


Service Box Complete 

F-4605 

Clow 

or 

Equivalent 

\ 

100 

2 V 

Extension Section-9" 
#151 

F-4610 

Clow 

or 

Equivalent 


100 

2 V 

Extension Section-16" 
#152 


Clow 

or 

Equivalent 


100 

24" 

Service Box Top 

F-4607 

Clow 

or 

Equivalent 




Section w/Lids -93E 





1 / 

1000 

2 V 

■ Curb box Lid 

H-10 3 74 

Ilueller 

' 

or Eauivalent 

V 







































department of purchases 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

following Uti of 


njJbj^rl to tS* ooftditico* on tb* r«rv*r** btW, *r* tvqoMU 
mttrUJa, «QuIpm«at o* ►wr 4 .©**, for tb+ d*p*rtm*nl u 

j t*xr^q h-?Uy«r. Quotation* x^aII inelt>d« all chAnr"* for d»U»-»r7, Addi 


d b*low.* 


Page_ 


Ref. No. . 


Date . 


April 14., 1077 


•Mail nil tn-nlU. it 


A. C. Lord - 423-7 037 DEPARTMENT OF PURCHASES I Date wanted ■ U a Y . .. Iff 


Room '470, ^Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

t. G Service Dept. 


Department Uat „ r 
or Division_ 


| Fund 

Appropriation No. _ 


Fort Wayne, Indiana 46003 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of Pid * Wednesday, May 18, 1977 at 10:30A.I1. ___ 


TAX EXEMPT (Unless otherwise indicated) 


£Ut»rfel». 3.JJ.1U., Zq»ln«M 


BP.ODZF WATER WORKS FITTIIIGS AND C.I. CURD POX PARTS 
For July 1, 1977 thru December 31, 1977 


Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Don-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the Utilities. 


Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond r<*iuir«d □ - 

Tprmg 9* % cash discount if paid within, ./ft.dayaYrom delivery and acceptance of goods or completion of aerries*. 

PROPOSAL OR BrD 

In efjioIUae. n-itb ti» *bor» tarttUloo for bU» dnd to all condition, to.mof, th» uad-Mnlyn.d oS.T, and suqrrw., Lt tM* bid b. witMa a rwowlil, 

tine (rcra cUt. ci ekxlnj. to famUh any ot aU'&i ti* It*rru or rtniWf »uth nnU« naoa trMeh prlo« art quo!*!, la nooonUn** fritb to. tp*jldo*UMn* optdytn* nod *4 t>» 
prlc ►« oppc.lt* *«!> it*ra. 

Delivery of any or all of the item3 or completion of services indicated shall be made withincxdaya from receipt of order” 
IMPORTANT M c ^’ “ u tH »* 

r i 


u 


^ .1. 

Ada , w ._ 

—^ City ., . Cm* 







































rass Fittings 


OTHER OR 

SPECIFY 

BRAND 



SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARNAN 

QUOTING 

PRIC. 

100 0 

5/8" 

Meter Couplings 

11-10891 

J-134 


VI-7 210 


tJ2t 

3500 

3/4" 

Meter Couplings 

H-10 891 

J-134 


W-7210 

// 


10 oo 

.1" 

Meter Couplings 

II-10 891 

J-134 


V7-7210 

" 

j.m 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


W-5400 

ft 

£oo& 

10 00 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 


'/ 

7&9 

500 

1" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 

* 

It 

// 9 l 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

F-600 


tt 

3 .K 

500 

1" 

Corp. Cock Flared 

H-15000 

J-1500 



/1 

S.S^i 

200 

2" 

Gate Valve w/ever 


• J-375 



/Jod't? 

- 



Du Stems 








/Jdfe < 9 t&o 



























Page_/_ 




BRONZE WATER WORKS FITTINGS 

AND C. 

I. CURB BOX PARTS 


3T 

IRON FITTINGS 

For July 1, 

, 1977 thru December 31, 1977 




SIZE 

DESCRIPTION 

PART # 



OTHER OR 

SPECIFY 

BRAND 

OUOTING ALTERNATE 

UNIT 

PRICE 

loo 

51* Dia. 

Valve Box Complete w/ 
Stay Put Lid #2494 

F-2450 

Clow 

or Equivalent 

flUtS 

4A.& 

So 

14" 

Extension Section 

F-2475 

Clow 

or Equivalent 

ft 0 


/OQ 

6" -8" 

No. 6 Valve Base 

F-2465 

Clow 

or Equivalent 

i 

J/& 

So 

13>," 

Top Section GC 

F-2455 

Clow 

or Equivalent 

n *> 

//2J *- 

(To 

251*" 

Top Section DD 

F-2455 

* Clow 

or Equivalent 

* \ " 




Stay Put Cover 

F-2494 

C1 ow 

or Equivalent 

i •! 


[00 

5h Dia. 

Valve Box Complete 

F-2450 

Clow 

or Equivalent 

1 * 

3 Z.> L 


Less Base w/ 

Stay Put. Lid #2494 


V 7b/ScduM> fioOfcf SudSid* 


(00 


Service Box Complete 

F-460 5 

Clow 

or Equivalent 


tZ- 70 

(00 

2h " 

Extension Section-9" 
#151 

F-4610 

Clow 

or Equivalent 

t* * 

33 ? 

loo 

21," 

Extension Section-16" 
#152 


Clow 

or Equivalent 

A h 


loo 

24" 

Service Box Top 

F-4607 

Clow 

or Equivalent 

K // 

771 



Section w/Lids -93E 





.,00 0 

2^" 

Curb box Lid 

H-10374 

Mueller or Eauivalent 

2,58 

































DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 4680/: , 

INVITATION 

MUd ota tbs fotiowta* lUt oi 


Page— 


QooUUwx, to ts* .cmiUkm* on tlx w»m Ktfoi, An rojtx.ua ' 

r»M>X rjpplix, ojolpoxot « Mrrit-x. for Ux d^xrtnxot u axotlo«.«5, ol 
u thcroo t-Oo-T. PoouUoot .1x11 ln«1v*U .11 tluryx for iillnry. **• 


Aadrox /our «t>lr « 


Department 
or Divi3ton_ 


Room 470, dumber One Main St., Ft. Wayne, Ind, 46802 

Viter finint. r< ftervico Dept. 


| Fund 

!J Appropriation No, . 


Tort Wayne 


Indiana 46003 


RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 


.S"£f Inc^t.-tY, May IB , 1077 at 10 : 30A. M ■ . 


c£mOT^raTn^V«iiT?sa^wOTi'NOT»cMjD*raB» txxxa. s~ u bww i« •• ^ 

TAX EXEMPT (Unleaa othervnae indicated) 


Kmt.rU!*, Smj/Hx. Sg»lr«- 


BF.OUZE WATER WOP.KS FITTIUGS AMU C.I. .CURB 00” PARTS 
For July 1# 1077 thru Decnrjber 31, 1977 

Per attached sheets: 

The enclosed bidders sheet nust be properly completed 
and returned with your bid, alone with the properly 
nxcutod Uon-Collunion affidavit. 

VJe require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as wo determine tn“ 
most bon 


ial to the Utilities. 


Requirements will be shipped only upon issuance of 
Departonntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


_ Perform»nc* 


"• /no 

tn»nc* Bond/ Q 

rmn, »M» Ixi^oL ^ 


ilia COHO reijuu'cu KJ -—-■--' .. . I . 

Sh lixtnwtJon lura 'bo. 11 on rmm »U» i u j 1 

Tef^n a-jZ—Jo cash discount If paid witbi n-^Zg—daya from delivery and acceptance of gowk or completion of tuanricoa. 


PROPOSAL OR BID 

,r auti Unix njK 


. .11 tb.nof ti. und.ril.n.4 oCt.r» Iimx, If tM« V-i tx ffUWa A 

.to?.r-H P*~ «* ««**». to ’ Wa » * ” 

Dclivery*of any or all of the item 3 or completion of services Indicated shall be made vvithizyi_day3 from receipt of e rfor 
IMPORTANT gy " 

r n 


__ ___ "LSt; 


j 


..*- 

7gLu-Xl£Zg~L*£*su; 


9 


















































•ass Fittings 


ST. 

’Y. 

SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARMAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNIT 

PRICE 

/ 000 

5/8” 

Meter Couplings 

11-10891 

J- 134 

/V- 7. 2, 

W-7210 


.% 

3000 

3/4" 

Meter Couplings 

H-10 891 

J-134 


W-7210 


.97 

/ 000 

1" 

Meter Couplings 

II-10 891 

J-134 

" 

VI-7 210 


A 5-/ 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 

ft7 7557 

W- 540 0 


/. ^ 

10 00 

3/4" 

Ball Curb Stops 

H-15204 

J-190 2 

M-6100 




500 

1" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 



/A b3 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

-F-'trO'Q m 



>3% — 

500 

1” 

Corp. Cock Flared 

II -15 000 

J-1500 

rn ^7o/ 





2" 

Gate Valve w/ever 


J-375 



a/o 

& u o ~^~ c -—• 

200 


Du Stems 






£ 7 o /£> /J&S 30 'o-'+ys 





















me:; fitt inos 


BRonr.r: 


VfATEK \t ORKS 
Tor July 1, 


FITT 


1977 


:mgs a;uj c.i. curb pox parts 


thru Decenber 31, 1977 


OTHER OR 
specify 

ST. BRAIID UNIT 



.000 2V • Curb box Lid 


H-10374 Iluellcr or Enuivalent 







































DEPARTiVIENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 


QrotaUo&a, pc&i+4t to th% ©or*lltion» on tb* rrv>*r** bar*of, ar* on tht follo^n* U*fc of 

m.vUrt ala. tup pilot. oqolpeo^ot or htiIom, for tb# departm*nt u maatlonad, dtllvrr to 

ai *bxrrm b ->lor. Quotation* thall lasloda all cKat^w for d*\[r*rr, packing. 


Ref. No. 


4 27 


9 Date 


April 14, 1977 


. AddreM jroor rtply m 

A. C. I.ord - 423-7 037 DEPARTMENT OF PURCHASES j Date wanted 11 aY 
Room 470, .Number One Main St., Ft. Wayne, 1 nd. 


46802 


Department Water tlaint.. £ Service Dept, 

.or Division___ 


Address _ 


-ii j rrnrrz Wallace oTuTcT 

Tort Wayne, Indiana 46003 


| Fund 

| Appropriation No. _ 


RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 


Cloning 


Time of Bids^_ 


Wednesclay, May 18, 1977 at 10:30 a.H. 


TAXES. THE CTTSf 13 EXEMPT FHOM FEDERAL EXCISE AND INDIANA ETTATE SAHE3 TAX THE CnTTS INDIANA RAL2S T 
CEEXI71CATJ5 NU34323 13 NO, *4$03. PBJCX3 SHOULD WOT INCLUDE THS3S TAXES. 8#+ InMrtvstiostji to BUUWrt* Wo, 10 oa r*rs 

TAX EXEMPT (Unless otherwise indicated) 


2£at»rU]>. 3*3 >j>Um. Eu«l9M< 


BROKER WATER WORKS FITTINGS AND C.I. CURB BOX PARTS 

For July'l, 1977 thru December 31, 1977 
Per attached sheets : 


The enclosed bidders sheet nust be properly completed 
and returned with your bid, along with the properly 
oxcuted Won-Collusion Affidavit. 


We require a firm price on all shipments made to us 
during the period stated above. 


The award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the Utilities. 


Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond required 0 


% cash discount if paid within— 


_daya from delivery and acceptance of goods or completion of ’ervieew. 


rrjpllxrVNt wltb tb* *! 
-t oppo*ii« **ch U 


« lairtbttkn f<?r Aod subject t; 


PROPOSAL OR BID 

r j'uci Mrrlw*. ojon iVhleii prl« <u-» quolfd, 

DeHveryof*any orall of the items or completion of servicea indicated shall be made within—days from receipt of order" 

Q Ji'J’/VNT {tTV* ** ,a *^ l>* r ,v — ™-* »“ It I. tN». HAW. 

r n""””c 


_.. f.uytor !n tht %'tr+ri of x* o r6+r, tt U Irapocfranl iS*t IMA** 

abort. 


nro i . 


L 


J 














































Brass Fittings 


OTHER OR 
SPECIFY 


'~T. 

SIZE 

DESCRIPTIOI! 

MUELLER 

Jones 

MCDONALD 

FARMAN 

BRAND 

QUOTING 

UNIT 

PRICE 

i300 

5/8" 

Meter Couplings 

H-10891 

J-134 


W- 7210 

"DcwTlVV 

M 

^000 

3/4" 

Meter Couplings 

H-10 891 

J-134 

A fa z'*' 

W-7210 


fU? 

iooo 

1" 

Meter Couplings 

II-10 891 

J-134 


VI- 7 210 


Ll£1 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


N-5400 

- 

ii2i 

1000 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

K-6100 




500 

1" 

Ball Curb Stops 

H-15204 

J-1902 

II- 610 0 





1000 

3/4" 

Corp. 

, Cock 

Flared 

H-15000 

J-1500 

4’loi 

7i\k 


500 

1" 

Corp. 

, Cock 

Flared 

H-15000 

J-1500 

4ioi 

Vl 


200 

2" 

Gate 

Valve 

w/ever 


J-375 




Du Stems 














[ 




BRONZE WATER WORKS 

FITTINGS 

AND C.I. 

CURB BOX PARTS 


\ST 

IRON FITTINGS 

For July 1, 

1977 thru 

December 

31, 1977 



SIZE 

DESCRIPTION 

PART # 


OTHER OR 

SPECIFY 

BRAND 

QUOTING ALTERNATE 

UNIT 

PRICE 

1 00 

55? Dia. 

Valve Box Complete w/ 
Stay Put Lid #2494 

F-2450 

Clow or 

Equivalent 






50 

too 

50 

50 

14" 


F-2475 

Clow or 

Equivalent 


6" -8" 

No. 6 Valve Base 

F-2465 

Clow or 

Equivalent 


13V 

25h n 

Top Section CC 

Top Section DD 

Stay Put Cover 

Valve Box Complete 

Less Base w/ 

Stay Put Lid #2494 

F-2455 

C1ow o r 

Equivalent 


F-2455 

Clow or 

Equivalent 


F-2494 

Clow or 

Equivalent 


100 

5h Dia. 

F-2450 

C1ow or 

Equivalent 






100 

100 


Service Box Complete 

Extension Section-9" 
#151 

F-4605 

Clow or 

Equivalent 


2h n 

F-4610 

Clow or 

Equivalent 


100 

2h" 

Extension Section-16" 
#152 


Clow or 

Equivalent 


100 

24" 

Service Box Top 

Section w/Lids -93E 

F-4607 

Clow or 

Equivalent 






1000 

2V 

Curb box Lid 

H-10374 

Ilueller 

or Equivalent 





































DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46002 
INVITATION 

KxM*ot tty \h% oondlUco» oa tin K#rW, 

nxuberixU. rup^di 1 **. •qulpa>«nt or **rTie**s tor tin <Up*rtm*nt a» taxation vl 
>. Quotation* »KjJI laehad* all 


Page_ 


Ir>dicat*cl b 
1 r-pl^ **4 


d.liT.ry, ~ 


. foSlo~ln* Itrt U 
IW-trr to <3<-»Un^tkm 


I Ref. No. __ 

Spate ^ ril 14 /. JL 9 i2 


A. C. Lord 


423-7 037 DEPARTMENT OF PURCHASES | Pate wanted Ha 7 A.L >12 
Room 470, -Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Watnr liaint. & Service Dept. 


Department 
or Division— 


„ oi-id 

Fort Wayne, Indiana 46803 


| Fund 

| Appropriation No. „ 


Address ----- - - 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Time^of TWd g Wednesday, May 18, 1977 at 10; 307v.M. _ . . .. ■ _ 

TAXS3, TH3 CTTY 13 KXEXPT FROM FCT2RAL ZXCIS3 AND INDIANA BTATX SAUa TAX. Tip CmT3 INDIANA SAL SA TAT KXTOtrnf^ 
CERTIFICATS NUMSXB 13 NO. WM3. PRICES SHOULD NOT INCLUD3 TH232 TAXE-3. S*» •'InttrxUowB to BklArro" No. 10 on rmn* It—o< for -'rtnJW 

TAX EXEMPT (Unless otherwise indicated) 


IZstarUlK 3t«,s>U«, 


BROliZF WATER WORKS FITTINGS AND C.I. CURB BOX PARTS 


For July‘1, 1977 thru December 31, 1977 
Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
uxcuted Uon-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

Tiie award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the.Utilities. 


Requirements will be shipped only upon issuance of 
Departerantal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond re<jnir«d £3 


laitro-rtlon 1 ti 


_Performance Bond Q; 

•a No. }t oo rrrtrx aid. N—of- 


TVx ma f-3-— cash discount if paid withi n _day 3 from delivery and acceptance of goods or completion of service*. 


PROPOSAL OR BID 


<nplljuv^ vritb tiv* nbo-r* layft^Uon ’for _ VWJ (LvA rabbet 


tmy ot tit lt*mj or r*nd*r ru«b *Arrle*w n 


Delivery"of*any orall of the item 3 or completion of services indicated shall be marie within—day3 from receipt of order" 
IMPORTANT zs r *~ rf °* “ *" w - “ '* 

r n 


Michigan Hydrant & Valve Co, 

^ ^ -Prl TlQ4-ior>-i+ ' \ 


L 


J 


I2WOnkster"Rd. ’ Detroit ' Mi 
---— 
















































Brass Fittings 


OTHER OR 
SPECIFY 


EST. 

QTY. 

SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARMAN 

BRAND 

QUOTING 

UNI 

PRI 

1000 

5/8" 

Meter Couplings 

H-10891 

J-134 

; 4622 

W-7210 


—j-82- 

3000 

3/4" 

Meter Couplings 

H-10 891 

J-134 

" 

W-7210 


.98 

1000 

.1" 

Meter Couplings 

H-10891 

J-134 

" m 

N-7210 


1.52 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 

. '4758 

W-5400 


1.90 

1000 

3/4" 

Ball Curb Stops 

H-15204 

J-190 2 

M-6100 



9.58 

500 

1" 

Ball Curb Stops 

H-15204 

.J-1902 

M-610 0 



11.74 


1000 

3/4" 

Corp. 

Cock 

Flared 

H-15000 

J-1500 

F—6-ckj McDonald. 4701 

. . 5.5iL 

500 

1" 

Corp. 

Cock 

Flared 

H-15000 

J-1500 

n n 


200 

2" 

Gate Valve 

w/e.ver 


J-375 

No Bid 




Du Stems 

All Above 

Must Be 

Released For 

Shipment 



prior to December 31 , 1977. 















G 


DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

folk**!** Urt of 


Page. 


QtsoUtSoto tb* oondltkmt on tb* r»-r«r** h«r»oX, n:« r«ju**Ud 
Eaaterifcl*. rupi>!!•*, *aulp*a*at or ►wrio**. for tb* <Up*xtm*nt u UMuatJon^d. ^rjth <N!h 
*J tbcrpm b*krf, QooUtlofu %K 


*11 chxry«« for d^Ur^ry, p+cklo*?, +M , Addn** j out r-rply »■ 


Room '470, dumber One Main St., Ft. Wayne, Ind. 


REQUIRED FOR DELIVERY TO: 

riaint. r 


Department Uato 

or Division_I, I 


crvice Dept. 


Thd-a huril 

14, 1977 

Date wanted 

liny 10,19", 



Fund 

Annmnrlatinn No. 




Port Wayne, Indiana 46003 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Time of Rid * Wednesday, May 18, 1977 at 10:30A.H. __ 


TAX EXEMPT (Unless otherwise indicated) 


* hvrvof tor dtUlU. 


tt»tmrl*2*. 3»p»lW«, TUj+i?** 


BRONZE WATER WORKS FITTINGS AMD C.I. CURB BOX PARTS 
For July ' 1, 1977 thru Decenbe'r 31, 1977 

Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted IJon-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the.Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


_ PerfoTOianc* Bond □; 


Bid Bond required 0 □ -- 

Em lnrtroetlon Itwa No. Ueo n nrw *ia» c«noL 

Tcnna 2 % cash discount if paid within 11.days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


la ccmpIUrw* 7*itb tb* «bor* larftxUon l*T irafej^ct 

tfar-t from dxt* U clot log. to faraiaa M/ Of aiUof ’* 


Delivery'of any or all of the items or completion of services indicated shall be made withirdL.S§$£5rom receipt of order 
IMPORTANT tST \ - - --- * v “ 

r 


a tH* sword of » 


.. j N* a 

furaUh tbt Infemmtlon 

-J Bljm Unr.1 

WAYNE..PIP.K &. SUPPLY, INC 


f, II U lbs* ivS-M-r* 


L. 


' /t~n Sr *, J> >' : U»x of Co"*c»ui/ 

rjr RICHARD SCliMlryMftfl , v - ^ m.^IND USTRIAL/SALE1 

AddrM* .^A5....?.Q.UllLM.TUQM.„aLVJL.,... 

cn, ....t-* r i LW3J 







































as s 

Fittinas 







ST. 

SIZE DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARMAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNI I 

PRIC- 

1 t> 00 

5/8” x h" 

S-/-&- Meter Couplings 

H-10891 

J- 134 


W-7210 

Mueller 

1.346 Each 

poo 

3/4" Meter Couplings 

H-10 891 

J-134 


W- 7210 

Mueller 

1.368 Each 

poo 

1" Meter Couplings 

H-10891 

J-134 


W- 7 210 

Mueller 

1.935 Each 

3000 

3/4" 3-Part Union Cplgs. 

H-15400 

J-1528 


W-5400 

Mueller 

2.113 Each 

1000 

3/4" Ball Curb Stops 

H-15204 

J-1902 

M-6100 


Mueller 

7.954 Each 

500 

1" Ball Curb Stops 

H-15204 

J-1902 

11-6100 


Mueller 

12.593 Each 


000 

3/4" Corp 

. Cock 

Flared 

H-15000 

J-1500 

F- 600 

Mueller 

3.971 Each 

500 

1" Corp 

. Cock 

Flared 

H-15000 

J-1500 


Mueller 

6.218 Each 

200 

2" Gate 

Valve 

w/ever 


J-375 


Mueller 

No Quote 


Du 

Stems 







Note: If awarded all Mueller items as bid in above quantities for one shipment to one destination, please 
accept a deduction of $1000.00. 


















Page___ or 




BRONZE WATER WORKS 

FITTINGS 

AND C. 

I. 

CURB BOX PARTS 


:ast 

IRON FITTINGS 

For July 1, 

1977 thru 

De cember 

31, 1977 



SIZE 

DESCRIPTION 

PART # 



OTHER OR 

SPECIFY 

BRAND 

QUOTING ALTERNATE 

UNIT 

PRICE 

/DO 

5h Dia. 

Valve Box Complete w/ 
Stay Put Lid #2494 

F-2450 

Clow 

or 

Equivalent 

NO-QUOTE 

50 

14" 

Extension Section 

F-2475 

Clow 

or 

Equivalent 

NO QUOTE 

1 00 

50 

50 

6 " - 8 " 


F-2465 

Clow 

or 

Equivalent 

NO QUOTE 

133s" 

253s" 

Top Section CC 

Top Section DD 

Stay Put Cover 

Valve Box Complete 

Less Ba$e w/ 

Stay Put Lid #2494 

F-2455 

Clow 

or 

Equivalent 

NO 0U0TE 

F-2455 

C1 0 w 

or 

Equivalent 

NO QUOTE 

F-2494 

Clow 

or 

Equivalent 

NO QUOTE 

100 

5’-, Dia. 

F-2450 

Clow 

or 

Equivalent 

NO QUOTE 





100 

100 


Service Box Complete 

F-4605 

Clow 

or 

Equivalent 

NO QUOTE 

23j" 

Extension Section-9" 
#151 

F-4610 

Clow 

or 

Equivalent 

NO QUOTE 

£00 

23s” 

Extension Section-16" 
#152 


Clow 

or 

Equivalent 

NO QUOTE 

no 

24" 

Service Box Top 

F-4607 

Clow 

or 

Equivalent 

NO QUOTE 


Section w/Lids -93E 


2V 


2.817 


■ 00 


Curb box Lid 


H-10374 


Hue Her or Equivalent MueUpr 









































V 


DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, ind. 

INVITATION 


46802 


Pag&_ 


QooUtiwu. to ti>. eoodlUoo. on tb* h.rW. nr. rvquuUd on th. foIWla* 1M U 

mAUrUl*. BippU^. «mlpo«nt or p n rri M , for ti* dn>»«m.nt u taxation-*). -MUi d»llv.nr to dxrtlnjttlon 
»r iSo-»m b.!o-x. QootAtlonr thxU Inol'jd. oil rb-XT-;>-i for d.llTory, -la . Atldr^. your reply or 


f Date . 


or i 1 14, 1077 


•MjiU all «pU« 


>* A - c - I,ord ~ 423-7 037 DEPARTMENT OF PURCHASES 

Room 470, ^Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Department Uator naint 

or Division_ , _ 


& Service I)o 


Date wanted _Hay 10,10 


Fund 

Appropriation No. _ 


Tort Wayne, Indiana 46803 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of RM o Wednesday, May 18, 1977 at 10:30A.M. _ ' 

_ tics cxrra Indiana eausi i 


TAX EXEMPT (Unless otherwise indicated) 


H*t»r01». S.uyU*", ZqxlpiM 


BRONZE WATER WORKS PITTIKGS AMD C.I. CURD BOX PARTS 
For July 1, 1977 thru Decenber 31, 1977 


Per attached sheets: 

The enclosed bidders sheet nust he properly completed 
and returned with your hid, along with the properly 
ezeuted Non-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this hid may he made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the Utilities. 

Requirements will he shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
departnent, against a blanket purchase order. 


Bid Eond required 0 □ - 

Terma % caah^Krdunt if paid withe 


- ...Performanea Bond 

• In*tro«rtJoa It*ro "Sp. 1$ on rmm *]<!• b*r+oU 


—daya from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


if oi ti. It 


Delivery of any 

r 


allof the iterrja or completion_ 

," r, quot Tm)Iwaf¥ «#y if 

written ort fe r -ls - infccive d “ by 

^ order specifies neither 
holding for future release nor 
shipping according fo a fixed 
schedule. 


.on of serviced indicated ahall be made within_days from receipt of order^ 


n 


j 


j t* 3 . d«ldlnjf fvjtor In tS« atrurd ol a* oM*r, It !» l»B«Nrt»n» 0 

1 -»Uoo r*.iu~.b*l rbovA. 

Bis* tT-r»i 

JTHE FORD METER BOX COMPANY, INC. 




4</Jr 


Of, 


m 5..i 















































1 


"Trass Fittinos 

TST. 

"Y . 

SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARNAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNIT 

PRICi 

1.00 0 

5/8" 

Meter Couplings 

H-10891 

J- 134 


W- 7 210 



aooo 

3/4" 

Meter Couplings 

H-10 891 

J-134 


W-7210 


LAl 

1000 

1" 

Meter Couplings 

H-10891 

J-134 


W- 7 210 

" >sf/n-3£ 

AM 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J -15 2 8 


W-5400 

" CZl-33 

UL 

1000 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

K-6100 


" gzl-333 


500 

1" 

Ball Curb Stops 

II-15 20 4 

J-1902 

M-6100 


•' sz i-m 

/3‘ &3T 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

F- 600 


F'loCO 

4.n 

500 

1" 

Corp. Cock Flared 

H-15000 

J-1500 



/" f-icc 

Cp.3% 

200 

2" 

Gate Valve w/ever 


J-375 



- - - 

— 



Du Stems 





















Ref. No. _ 


Dj6f , AUxiiEiNT OF FURCuASEu 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

CootaU^u. to th. condition* on On moi ht!«[, »r. roqowt*! on th. follorrtn* lUt c t 

ra^Ur-lna, «rut>Edi**, OQnJjamwt or frrtiw, for tb. <J.pwtm*nt a. motion-xl. - olth d.Hj.rr to dxrtln.tkm 
.t ihmrn ty4o-». Quotation. *ii»H Include all cbjurrx* for dallrorf, pockln j, rti. Addmwi jour r«ilj r. 
indicaud below.* ' - -- 

tEZOrJZL Att of A - c - IlQrd ~ 423-7 037 DEPARTMENT OF PURCHASES f Date wanted 
Room '470, dumber One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Water Ilaint. f< Service Dept. 


Department 
.or Division. 


I Fund 

j Appropriation No. . 


Port Wayne, Indiana 4G003 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing' 

Time of Rid q Wednesday, May 18, 1977 at 10:30A.ti. _ 


3MPT (Unless otherwise indicated) 


2rI*t»rUl». S.»pU—, Soalpawnt «r Horrie* 


BROUZIi WATER WORKS FITTINGS AND C.I. CURB BO;i PARTS 
For July 1, 1077 thru December 31, 1977 

Per attached siieets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Non-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as ve determine the 
most beneficial to the.Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond rcqnirsd 0 □ -_:___ 

£*• la*trrwtioa . ...... .. 

Terms—2-% cash discount if paid within.—3Q .. days from delivery and acceptance of goods or completion of cervices. 


ecmoiUa«-» th* mho r» tor bU* AtwS r 

rm ct cio^laj, to iarnUb ctn/ or alFoi th# Itwu 
X oppc*K» r«b 


PROPOSAL OR BID 

all condition, tb.i- 


rf, th« andwlyn*! c- 7 .r» and tup-*-., 1 ? tlJ* Nd t* tS'kin » nvwdi. 

t»blcl« prioa. flixdad, la tcoorivnc nritll tS* Opr 1 A^t 0 vi rj ■ 

stock to 60 

Delivery of any or all of the item3 or completion of services indicated shall ba made within_/.day3 from receipt of ord*»r T 
IMPORTANT d | *'' r ^V *>* a <i«l<lla* tu*o(■ In t-%. n-irwd of M it •• t.»«j>orW<nt t!w» btAtw* 


r 


n 


j 


El^rn Tt*r*i 


JAMES JO NES C OMPANY ___ (57-10) 

..._ .—. 

n.q. Jail. 

Add*** C.it^. ( B1 vd. . . 


...El Monfo. California 


,w.mi 









































"rass F 

EST. 

ittmgs 

SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARMAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNIT • 

. PRICE 

1000 

5/8" 

Meter Couplings 

11-10891 

J- 1.34 


W- 7 210 

Unable to quote 

3000 

3/4" 

Meter Couplings 

H-10 891 

J- 134 


W-7210 

J-134 

2,03. 

100 0 

1" 

Meter Couplings 

H-10891 

J-134 


W-7210 

J-134 

3.00 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


W-5400 

J-1528 

4.17 

1000 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

K-6100 


J-1902 

13.46 

500 

1" 

Ball Curb Stops 

H-15204 

J-1902 

II-610 0 

) 

J-1902 

20.89 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-150 0 

F- 600 


J-1500 

7.67 

500 

1" 

Corp. Cock Flared 

H-15 000 

J-1500 



J-1500 

12.01 

200 

2" 

Gate Valve w/ever 


-J-375 



J-375 Ev.St. 

35.21 


Du Stems 






















Mueller Co. 

^9 D EZ C AT UR, ILLINOIS 62525 

' ,/V^ 


FACTORIES AT: DECATUR, CHATTANOOGA, BREA,CALIF. 

May 13, 1977 



* CITY OF FORT WAYNE 

* Department of Purchases 

* City-County Building 

* One Main Street 

* Fort Wayne, Indiana 46802 

Attention: Purchasing Agent 

Gentlemen: 

We are pleased to submit a quotation as listed below. 
Terms: 2% 15tb Prox., Net 30 Days. 

Form 9368 Rev. 1975 


• Ref: REQUEST FOR QUOTATION 

• DUE MAY 18, 1977 

Conditions 

Quotation subject to acceptance in 30-days from 
date of quotation or bid opening if shown in reference. 
Acceptance may be by contract or purchase order. 
Prices firm for duration of original purchase order or 
contract (any additions subject to renegotiation). 


Quantity 

Size 

Description 

Price 

1000 

5/8” 

xl/2” H-10891 Meter Coupling 

$ 1.28 

3000 

3/4” 

H-10891 Meter Coupling 

1.30 

1000 

1" 

H-10891 Meter Coupling 

1.84 

3000 

3/4” 

H-15400 Coupling 

2.00 

1000 

3/4” 

H-15204 MARK II 0RISEAL® Stop 

7.54 

500 

1” 

H-15204 MARK II 0RISEAL® Stop 

11.94 

1000 

3/4” 

H-15000 Corporation Stop 

3.77 

500 

1” 

H-15000 Corporation Stop 

5.90 

1000 

2-1” 

H-10374 Repair Lid 

3.57 




EACH NET 



If awarded all Mueller items as bid, both 
in price and quantity, please accept a de¬ 
duction of $1,000.00. 




(ConLInnod) 
















MUELLER CO. 
DECATUR, ILLINOIS 


ha-t-p May 13. 1977 _ 

ref. REQUEST FOR QUOTATION 


PAGE OF. 











KJ > 


DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 

Qiwfcutiott*. KtM*rt to tho eowiltioo. on tin rrr.ro. h*rr-:.*, nrr on till 

mntrrlnl.. rjnlpro^t or i-o-rlo-n. for U» d.p«tia.nt u m«i«r>o«d» ■» 


. OooUtlon. riuJl Inelud. .11 o 




a* .j ill c - Lord - 42.1-7 037 DEPARTMENT OF PURCHASES 
Room '470, dumber One Main St., Ft. Wayne, Ind, 46802 


Page. 


Ref. No. . 


t > ri1 14, 1077 


REQUIRED FOR DELIVERY TO: 

Department uator tiaint. 
or Division___ ... 


Rervico Dept. 


Date wanted i*?.Y_ 


Fund 

Appropriation No. _ 


Fort Wayne, Indiana 46803 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing: 

Time of Rid a Wednesday, May 18, 19 7 7 at 10:30/1.:';, ____ 

TA XS3» THE CITY 13 EXEMPT FROM JT5D2HAX. VJCCI33 AND INDIANA STATE 3AL23 TAX TH3 GHT3 INDIANA EALjCS T.VX EXiecPTION 
• CEHTOTCATE NUMBJta 13 MO. MWa. PBIGS3 SHOULD NOT INCLUDE THESE TAXES. &t» * , In»r!>etio«A to BWa.n” No. 10 on rmm hrr^ci fer 

TAX EXEMPT (Unless otherwise indicated) 


Katarl^K, 3»ppUw, 


BP.OUZF WATER WORKS FITTIWGS AND C.I. CURD BOK TAFTS 
For July 1, 1077 thru December 31, 1977 

Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Won-Collusion Affidavit. 

Vie require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, ns we determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond required 

* Tenna_ % 


cash discount if paid within. 


day3 from delivery and acceptance of goods or completion of serricea. 


PR OPOSAL OR BID 

la compltxn** with th* InrttxUco for bUU rubj-*rt to *1 

tfrr-» from dai* ol ckxlnj, to famish xnjr ot *U"6< th* item.* or r*n<Ur i 
jrrte* Kt t-Ach lt*m. “ 

Delivery of any or all of the items or completion of services indicated shall be made within_days from receipt of order"’ 

IMPORTANT PT 


r 


furaUb ii.t 1; 
“1 


J 


Den H*rti 

Hays Fluid Controls Div., Zurn Industries,Inc. 

i . N*»*,of Cc**i>or 

U Manager, 

Edmund ‘A. NowIcRi 'CustninerUe?VIC 

AWr^. ....901...W....lR'Ux.Rt*,...E....Q....EQ3S..itaa... 

Erie, Pa. 16^12 


atr .. 














































ATTENTION: 

THIS QUOTATION IS FOR PROMPT ACCEPTANCE AND SUBJECT TO TERMS SHOWN ON REVERSE SIDE OF THIS SHEET. 


QUANTITY 

SIZE 

CAT. NO. 

DESCRIPTION 

PRICE 

1000 

5 / 8 " 

5682 

Straight Meter Couplings with Ribbed Linings Nuts 
Undrilled 

$1.02 ea. 
net 

3000 

3 / 4 " 

5682 

Ditto 

1.24 " " 

1000 

1" 

5682 

Ditto 

1.53 ” " 

3000 

3 / 4 " 

5615 

3 Part Copper x Copper Unions 

2.07 " " 

1000 

3 / 4 " 

4304 

Ball Valve Flared Copper x FLared Copper with Check 

7.43 " " 

500 

1" 

4304 

Ditto 

9.86 " " 

1000 

3 / 4 " 

5200 

Corporation Stop Inlet A.W.W.A. Standard Thread Outl 
Copper Pipe 

et 

3.66 " " 

500 

1" 

5200 

Ditto 

5.24 " " 




This quotation shall remain firm from July 1, 1977 t 
December 31 > 1977 • 

0 


CASH DISCOUNT: 


f. o. b. M£>SS>£3QS5Xm^ Fort Wayne, Ind. 

shipment Stock to six weeks. JOW 


FLUID CONTROLS DIV. 

HAYS tS£i£C6«Sj; ZURN INDUSTpiES, INC. 

£ + (<X '//e<~ <« h<.' 

PER Edmund A. Nowicki 

Manager, Customer Service 











Brass F: 

EST. 

Lttings 

SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARMAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNIT 

PRIC 

i 00 0 

5/8" 

Meter Couplings 

13-10891 

J- 134 


W-7210 

Hays #5682 

$1.02 

3000 

3/4" 

Meter Couplings 

H-10 891 

J-134 


W-7210 

" 5682 

1.24 

1000 

1 " 

Meter Couplings 

H-10891 

J-134 


V?- 7 210 

" 5682 

1.93 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


W-5400 

" 5615 

2.07 

1000 

3/4" 

Ball Curb Stops 

H-15204 

J-190 2 

M-6100 


" 4304 

7.43 

500 

1 " 

Ball Curb Stops 

II -15 20 4 

J-190 2 

M-6100 


" 4304 

9.86 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

F- 600 


" 5200 

3.66 

500 

1 " 

Corp. Cock Flared 

II-15 0 00 

J-1500 



" 5200 

5.24 

200 

2 " 

Gate Valve w/ever 


J-375 



~ 

— 


Du Stems 

F.O.B. Fort Wayne, IncL. 

This hid quotation shall he held firm from July 1, 1977 to December 31, 1977. 
Delivery - stock to six weeks. 





















BID F(EF. #427 

DATE Anri 1 25. 10 77 

Bronze Water Works I 

VENDORS NAME & ADDRESS 

CARDS MAILED 

ittings 

BIDS PICKED UP 

BIDS MAILED 


Iiayes Mfg. Company 
801 U. 4th Street 
Brie, Pennsylvania 



April 26, 1977 


Ford Meter Box 
Wabash, Indiana 

P.O. Box 443 



April 26, 1977 


A.Y. McDonald Mfg. C 
12th s Pipe Street 
Dubuque, Iowa 52001 

o . 


April 26, 1971 


Ametek-Plymouth Prop 
502 Indiana Avenue 
Sheboyoan, Wisconsin 

. Div. 

53081 


April 26, 1977 


Backus S Company 
Foster E. Backus 

2609 Amara Drive 
Toledo. Ohio 43615 



April 26, 1977 


LeRan Copper & Brass 
r.o. Box 40 
Coldvnter, Michigan 

Co. 

19036 


April- 26, 1977 


Michigan Hydrant G V 
12606 Inkster Road 
Detroit, Michigan 40 

live 

! 3 4 


April 26, 1977 


Water Works Supplies 
P.O. BOX 29100 
Cumberland, Ind. 



April 26, 1977 


Clow Corporation 
51591 U. S. 31 Worth 
South Bend, Ind. 466 

7 

- 

April 26, 197 


James Jones Company 
4127 Temple City Blv< 
LIMonte, California 


j 

April 26, 1977 




1 



































■DATE April 25. 19. 7 7 

Bronze Water Works 

VENDORS NAME & ADDRESS 


Treaty Company 
4020 Wells Street 
Po - i r-t:— 4ay rns - j — indi-ar r 


Hatioanl Mill Supply 
5501 Distribution Dr 
Fort Wayne, Indiana 


CARDS MAILED 

ittings 


BIDS PICKED UP 


BIDS MAILED 


April 27, 1977 April 28, 197 


Co. 

April 27, 1971 


Wayne Pipe & Supply 
1815 S. Anthony Blvd 
Fort Wayne, Indiana 


April 27, 1977 


May 4, 1977 


Central Supply 
701 East Wallace Str 
Fort Wayne, Indiana 


April 28, 1977 


April 29, 197 


Tri-State Plumbing 
1120 Taylor Street 
Fort Wayne, Ind 


April 27, 1977 


Cooper Distributing 
3205 Worth Wells Sti 
Fort Wayne, Indiana 


April 27, 1977 


Hay 9, 1977 






































SPECIAL ORDINANCE - CITY UTILITIES BLANKET PURCHASE ORDER NO. B-9001 


3b ^ 0 

* TITLE OF ORDINANCE 


DEP/Weif REQUESTING ORDINANCE board of public works 




_ 77'^ v 

SYNOPSIS OF 0RDINAN r E city utilities blanket purchase order no. B -9001 to treaty 

COMPANY PER BID REF. #427 FOR THE WATER MAINTENANCE & SERVICE DEPT., BRASS FITTINGS 


(SEE ATTACHED MEMORANDUM) 


EFFECT OF PASSAGE acquisition of necessary brass fittings for the water maintenance 
& service dept, repair operations. . 


EFFECT OF NfiN-PASSAGF delay in repairing broken or defective mains 


CONEY INVOLVED (Direct costs. Expenditures, Savings) 


ASSIGNED TO CCMTTEE 































